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Message Text 

CONFIDENTIAL 

PAGE 01 BONN 05251 251108Z 
ACTION SS-25 

INFO OCT-01 ISO-OO SSO-OO /026 W 

251128Z 099714/17 

P 251106Z MAR 77 

FM AMEMBASSY BONN 

TO SECSTATE WASHDC PRIORITY 6800 

CONFIDENTIAL BONN 05251 

EXDIS 


E.O. 11652: GDS 

TAGS: PFOR, ECON. US, GW 

SUBJECT: REQUEST FOR MEETING WITH PRESIDENT CARTER 

1 . A CHANCELLERY OFFICIAL CALLED THIS MORNING ON 
INSTRUCTION FROM CHANCELLOR SCHMIDT TO REITERATE THE 
LATTER'S DESIRE FOR A BILATERAL MEETING WITH PRESIDENT 
CARTER IN LONDON. THE OFFICIAL (RANTZAU) SAID THE CHAN- 
CELLOR LOOKED FORWARD TO SEEING THE PRESIDENT AT THE SUM- 
MIT AND THAT HE WAS VERY INTERESTED IN HAVING A "LONG 
CONVERSATION" WITH MR. CARTER ON THE AFTERNOON OF MAY 9 
AT THE CONCLUSION OF THE FOUR-POWER MEETING. 

2. WE ASSURED RANTZAU THAT WE WOULD TRANSMIT THE CHAN- 
CELLOR'S REQUEST THROUGH THE APPROPRIATE CHANNELS. 
STOESSEL 


CONFIDENTIAL 
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